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Message Text 

UNCLASSIFIED 

PAGE 01 SEOUL 04638 040559Z 
ACTION OES-07 

INFO OCT-OI EA-09 ISO-00 FEA-OI ACDA-IO CIAE-00 INR-07 
10-14 L-03 NSAE-00 NSC-05 EB-07 NRC-07 DODE-00 
ERDA-07 SS-15 PM-04 /097 W 

040606Z 068367 /16 

P 030803Z JUN 77 
FM AMEMBASSY SEOUL 
TO SECSTATE WASHDC PRIORITY 4290 
USERDA WASHDC PRIORITY 
USERDA GERMANTOWN MD 

UNCLAS SEOUL 4638 

E.O. 11652: N/A 
TAGS: TECH, KS 

SUBJ: ERDA VISIT OF KOREA ELECTRIC CO. OEFICIAL 

1 . MR. JOONG-MYUNG KOH, VICE PRESIDENT OF NUCLEAR POWER 
PLANT CONSTRUCTION, KOREA ELECTRIC POWER CO., WILL VISIT 

THE U.S. JUNE 7 THROUGH JUNE 21 IN CONNECTION WESTINGHOUSE WORK 
ON KORI 1 AND KORI 2 NUCLEAR PLANT STARTUP AND CONSTRUCTION. 

FIRST CRITICALITY OF KORI 1 IS EXPECTED SECOND OR THIRD 
WEEK IN JUNE. KOH WILL ALSO VISIT BECHTEL SAN FRANCISCO 
TO DISCUSS BECHTEL ANALYSIS OF BIDS FOR CONSTRUCTION OF 
NUCLEAR UNITS 5 AND 6. HE WILL BE ATTENDING THE EDISON 
ELECTRIC INSTITUTE CONFERENCE, JUNE 13-15. 

2. ON JUNE 20, KOH DESIRES TO MEET WITH APPROPRIATE ERDA 
OFFICIALS TO DISCUSS U.S. ENERGY PROGRAMS INCLUDING 
DEVELOPMENT OF SOLAR, GEOTHERMAL, NUCLEAR FUSION AND 
OTHER ADVANCED ENERGY TECHNOLOGY. ADVISE CONCERNING 
VISIT FEASIBILITY AND ACCEPTABILITY OF VISIT DATE. 
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